Witnesses not called— from Maggie ^iold^s boftk 


Bill Willis - lived accroas frcm Paine residonM, dnnnaer in Rubj v a bands 

William Crone said "be seemed to remember Lee Harvey Oswald sitting 
in tbs front row on ^Imrsde^ nigbte-*" ISHlll 


Pat Kirkwood, owner Cellar «lub, Dallas (Ft. Worth?) wtere 

night before. Little Lyon testified ^ub* trial he threatened her life* • iE 
supposed to have aaid (Powell 15K422) that "he would probably be celled to ask 
bin about getting them (agents) drunk on purpose..." 


Godfrey McHugh saw wounds, was at autopsy. 


